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Introduction 


This  bibliography  aims  to  provide  an  indication  of  some  stud- 
ies recently  undertaken  to  evaluate  scenic  qualities  of  the  envir- 
onment and  assess  public  reaction  to  landscapes.  Attention  is 
particularly  focussed  on  recreational  environments  and  on  methods 
of  quantifying  and  ranking  various  types  of  scenery. 

The  work  discussed  in  these  references  reflects  the  interest 
of  researchers  from  a  variety  of  fields  including  geography,  psy- 
chology and  architecture.  The  aim  of  much  of  this  research  is  to 
provide  better  tools  for  assessing  land  potential  thereby  facili- 
tating iniproved  planning  and  public  satisfaction.  The  studies 
mark  a  convergance  of  earlier  work  on  land  use  classification  and 
on  public  attitudes  and  behavior.  Accordingly  further  references 
may  be  found  in  bibliographies  relating  to  these  more  established 
fields  of  study,  eg.  Harrison,  J.D.  "A  Annotated  Bibliography  on 
Environmental  Perception,"  Council  of  Planning  Librarians,  Exchange 
Bibliography,  93,  1569. 

In  preparing  this  bibliography  the  use  of  the  folloT^dng  sources 
is  gratefully  acknowledged:  Coomber,  N.H.  "Techniques  for  the 
Evaluation  of  Environmental  Intangibles,  Bibliography,"  Ottawa,  En- 
vironment Canada,  1971?  The  Countryside  Coiranission  for  Scotland  "A 
Planning  Classification  of  Scottish  Landscape  Resources,"  CCS. 
Occasional  Paper  1,  Perth,  1971. 
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Ami don,  E.L.  and  G.H.  ZLsner.  "Delineating  Landscape  View  Areas." 
USDA  Forest  Service  Research  Hote,  PS\.'-80,  1968. 

Barrow,  J.F.  "The  approach  to  landscape  in  the  S.  Hampshire 

plan."  Landscape  Research  Group.  Seminar  on  National  Coun- 
tryside Classification  Structvires.  Unpublished.  1970. 

Brancher,  D.K.  "Critique  of  K.D.  Fines;  landscape  evaluation,  A  re- 
search project  in  3ast  Sussex."  Regional  Studies  3,  I969,  pp. 
91-2. 

Burke,  H.D.,  G.M.  Lexa.s,  H.R.  Orr.  A  Method  for  Classifying  Scen- 
ery from  a  Roadway.  U.S.  Forest  Service,  Park  Practice  Dev- 
elopment, Guideline  3/68,  I966. 

Canada,  Department  of  Indian  Affairs  ^  Northern  Development. 

"Proposed  Research  Program  on  Estimating  Park  Attractiveness 
Factors  and  Population  Centre  Participation  Factors".  Unpub- 
lished paper.  National  and  Historic  Parks  Branch,  March  1971. 

Childs,  D.R.  "The  anatomy  of  human  environment."  Paper  from  sym- 
posium Methods  of  Landscape  Analysis.  Landscape  Research 
Group,  England,  1967. 

Clark,  D.S.  "Hertfordshire  countryside  plan  1970  -  visual  assess- 
ment." Landscape  Research  Group  -  seminar  on  National  Coun- 
tryside Classification  Structure.  Unpublished.  1970. 

Clark,  S.B.K.  "Landscape  survey  and  analysis  on  a  national  basis." 
Planning  Outlook.  Vol.  U,  1968,  pp.  15-29. 

Coomber,  N.H,  Techniques  for  the  Evaluation  of  Environmental  In- 
tangibles, Bibliography.  Mmeo.  Ottawa:  Environment  Canada, 
1971. 

Craighead,  F.C.  Jr.  and  J.J,  Craighead.  "River  Systems:  Recrea- 
tional Classification,  Inventory  and  Evaluation."  Naturalist, 
Journal  of  Natural  History  Society  of  I-dnnesota,  Vol.  13,  No. 
2,  1962,  pp.  2-19, 

Craik,  K,  "Human  responsiveness  to  landscape:  an  environmental 
phychological  perspective."  North  Carolina  State  University 
School  of  Design.  Student  Publication  18,  1969.  "Response 
to  Environment.   pp.  170-186'. 

David,  E.J.L,  "Effects  of  Non-Price  Variables  upon  Participation 
in  Later  Oriented  Outdoor  Recreation:  Comments",  American 
Journal  of  Agricultural  Economics,  Vol,  ^1,   No,  h,   November 
1969,  pp,  9U2-9U5. 
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Dearinger^  J. A.  Esthetic  and  Recreational  Potential  of  Small  nat- 
uralistic Streams  Hear  Urban  Areas.  Research  Paper  No.  13. 
University  of  Kentucky  Water  Resource  Institute,  Lexington, 
1968. 

Diffey,  T.J.  "Evaluation  and  Aesthetic  Appraisals".  British 
Journal  of  Aesthetics,  Vol.  7,  No.  U,  PP.  358-373. 

Downs,  R.M.  "The  role  of  perception  in  modern  geography."  Depart- 
ment of  Geography,  University  of  Bristol.  Seminar  Paper 
Series  A.  Ho.  11,  1968. 

Echelberger,  H.E.  and  E.L.  ohafer  Jr.  "Snow  '■-  (x)  =  Use  of  Ski 
Slopes".  Journal  of  Marketing  Research,  Vol.  7,  1970,  pp. 
388-392. 

Fines,  K.D.  "Landscape  evaluation,  a  research  project  in  S.  Sus- 
sex." Regional  Studies  2,  1968,  pp.  hi -55. 

Gentilli,  J.  "Evaluation  and  valorization  of  Australian  landsca- 
pes." Proc.  Ecol.  Soc.  Australia,  Vol.  h,   1969,  pp.  101 -llU. 

Gillespie,  \i.     National  countryside  classification  structure  - 
evaluation.  Landscape  Research  Group  -  Seminar  on  National 
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Hampshire  Covinty  Council  etc.  East  Hampshire  Area  of  Outstanding 
Natural  Beauty.  1968,  6l  pp. 

Hardy,  A.C.  "Landscape  and  human  perception."  Paper  from  sympos- 
ium Methods  of  Landscape  Analysis.  Landscape  Research  Group. 
England,  1967. 

.  "Colour  in  the  landscape".  Unpublished  paper  to  Land- 


scape Research  Group,  England,  1970. 

Hebblethwaite,  R.L.  "Landscape  assessment;  Qualitative,  zones  of 
visual  influence  and  quantitative."  Landscape  Research  Group  - 
Seminar  on  National  Countryside  Classification  Structure. 
Unpublished.  England,  1970. 

Hendee,  J.C.  and  R.U.  Harris.  "Foresters'  perception  of  wilderness 
user  attitudes  and  preferences.  Journal  of  Forestry,  Vol.  68, 
No.  12,  1970,  pp.  759-762. 

Higgins,  J. A.C.  "Landscape  evaluation  techniques."  Paper  to  Land- 
scape Research  Group  Symposium  -  Methods  of  Landscape  Analysis ^ 
England,  1967. 
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Jacobs,  H.L.,  R.K.  Horton  et  al.  "Water  Quality  Criteria:  Strean 
Versus  jlffluent  Standards  -  An  Index  oystem  for  Rating  IJater 
Quality".  Jotirnal,  l.'ater  Pollution  Control  Federation,  Vol. 
37,  Mo.  3,  March  1§65,  pp.  300-306. 
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